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ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-11 NSAE-00 RSC-01 TRSE-00 
EUR-25 AEC-1 1 ISO-OO SS-20 MC-02 /071 R 
66619 

DRAFTED BY BEWT:BDEROW 
APPROVED BY EB/OCA/REP:MWDONOVAN 
PPDWXOF. A/DIR :FPWAT .TNSKY 
EUR/EE:EESEGALL(INFO ) 

EB/EWT : LLESE 

055748 

R022106Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY WARSAW 
INFO AMEMBASSY MOSCOW 
AMEMBASSY BUDAPEST 

UNCLAS STATE 065994 

EXCON 

E.O. 11652: N/A 

TAGS: ESTC, COCOM, PI, HU.UR 

SUBJECT: EXPORT CONTROLS: BIOMEDICAL EQUIPMENT 
REF: WARSAW 1396 

AT EMBASSY'S SUGGESTION SEARLE HAS BEEN CONTACTED REGARDING 
BEST APPROACH TOWARDS OBTAINING EXPORT LICENSES FOR COM 
PUTERIZED MEDICAL EQUIPMENT. POINTS STRESSED TO SEARLE WERE 
TO PROVIDE ALL PERFORMANCE DATA REQUIRED BY PART 376.10 
OF U.S. EXPORT CONTROL REGULATIONS IN TERMS OF COCOM DEF- 
INITIONS SET FORTH THEREIN, AND AS MUCH DEFINITIVE INFORMATION 
AS POSSIBLE REGARDING ACTIVITIES OF POTENTIAL END USER AND 
SPECIFIC END USE THAT WILL BE MADE OF EQUIPMENT PROPOSED FOR 
EXPORT. IN GENERAL, THE TYPES OF COMPUTERS INCORPORATED IN 
BIOMEDICAL EQUIPMENT SHOULD NOT PRESENT EXPORT LICENSING 
PROBLEMS TO OEA, BUT ALL COMPUTERS ARE COCOM CONTROLLED 
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AND MANY DO REQUIRE SUBMISSION TO THAT COMMITTEE EVEN IN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 

A REPORTING SENSE WHICH COULD TAKE SEVERAL WEEKS. RUSH 
UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LABORATORY EQUIPMENT, STRATEGIC TRADE CONTROLS, EXPORT LICENSES, COMPUTERS, END USE CHECKS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 APR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE065994 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BDEROW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740074-0104 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740473/aaaacphl.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: WARSAW 1396 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 JUN 2002 by bryansd0>; APPROVED <16 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT CONTROLS: BIOMEDICAL EQUIPMENT 
TAGS: ESTC, PL, HU, UR, COCOM 
To: WARSAW 
Type: TE 
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